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o Fuse F-3 used in the Power Supply Tray is a 25 Amp fuse. If the 
F-3 label indicates a 20 Amp, change label to show 25 Amp fuse. 
Also, make the appropriate change to the schematic (SP-218) on 
page 3B. 

o Make the following changes to the Service Manual TM-218: 

Page 1-6, Figure 1-4: The On/Off positions of the PC8 option 
switches are reversed. Actually up should be Off and down should 
be On. 

Page 3-11, Steering Wheel parts list: The Radial Optical Coupler 
part number should read 03Q3 6 0" ' C fe The -£1 is not and should 
not be used. 

Page 1-9, Switch Settings: Staple the accompanying Pole Position 
Qualifying Time to this page. The table lists all the qualifying 
time for each starting pole position and difficulty levels. You 
may want to make an extra copy to staple inside the game for easy 
reference. 



Page 2 


Switch Settings for Qualifying Lap Times 


91 

Option 

Swttcftas 

1 2 3 

Satt-Tact 

PfKUfl* 

Rank 

Uni 

of 

Difficulty 

1 

2 

Boat This Many Seconds 
to Qualify for Position: 

3 4 5 6 

7 
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On 

Off 

On 

F 

Easy 

66 

68 

70 

73 

75 

77 

80 

82 

Off 

Off 

On 

S 



65% 

67% 

70 

72% 

74% 

76% 

79 

81 

On 

On 

On 

H 
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61 

63 

68 

68 

70 

72 

75 

On 

On 

Off 

0 



59 

61 

63 

65 

67 

69 

71 

74 

Off 

On 

Off 

c+ 
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60 

62 

64 

66 

68 

70 

73 

On 

Off 

Off 

3 



58 

60 

62 

64 

66 

68 

70 

72 

Off 

Off 

Off 

A 
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59 

61 

63 

65 

67 

69 

71 

Off 
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On 

Q 

Hanf 

57 
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61 

63 
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67 

69 
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^Manufecturets recommended settings 






